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ORIGIN EUR- 12 

INFO OCT-01 ISO-OO PM-04 SS-15 CPR-01 A-01 MED-02 INR-07 

CIAE-00 NSC-05 DODE-OO SSO-OO NSCE-00 INRE-00 /048 R 

DRAFTED BY EUR/SE:BGSCARLIS:SAC 
APPROVED BY EUR:JGLOWENSTEIN 
PM : MPASZTELANIEC 
EUR/SE:WLEAGLETON 

021174 

O 052256Z MAR 76 

FM SECSTATE WASHDC 

TO AMEMBASSY ATHENS IMMEDIATE 

CONFIDENTIAL STATE 054706 

E.O. 11652: GDS 
TAGS:MILI, MARR, GR 

SUBJECT: U.S. -GREEK BASE NEGOTIATIONS: MEDICAL EXAMINA- 
TION OF CHIEF GREEK NEGOTIATOR 

REF: ATHENS 2093 

WE ARE SEEKING DOD APPROVAL OF CALOGERAS' REQUEST FOR A 
MEDICAL EXAMINATION AT HIS OWN EXPENSE AT WALTER REED 
ARMY MEDICAL CENTER AND WILL BE REPLYING TO THE REFTEL 
EARLY NEXT WEEK. WE UNDERSTAND SUCH REQUESTS BY FOREIGN 
OFFICIALS IN POSITIONS SIMILAR TO CALOGERAS ARE GENERALLY 
APPROVED AND ARE OPTIMISTIC THAT HIS REQUEST CAN BE MET. 
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